Island - Gold Certificate Building 


Name of Buildings awarded the Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 
(as at 28 February 2022) 


Airport Freight Forwarding Centre 
Airport World Trade Centre (AWTC) 
Cathay Pacific Cargo Terminal 
Citygate Outlets & One Citygate 
Coastal Skyline Tower 1 
Coastal Skyline Tower 2 
Coastal Skyline Tower 3 
Coastal Skyline Tower 5 
Coastal Skyline Tower 6 
HKIA Commercial Building 
HKIA Tower 

North Satellite Concourse 
Novotel Citygate Hong Kong 
Park Island Block 1 

Park Island Block 10 

Park Island Block 11 

Park Island Block 12 

Park Island Block 13 

Park Island Block 15 

Park Island Block 16 

Park Island Block 17 

Park Island Block 18 

Park Island Block 19 

Park Island Block 2 

Park Island Block 20 

Park Island Block 21 

Park Island Block 22 

Park Island Block 23 

Park Island Block 25 

Park Island Block 26 

Park Island Block 27 

Park Island Block 28 

Park Island Block 29 

Park Island Block 3 

Park Island Block 30 

Park Island Block 31 

Park Island Block 32 

Park Island Block 5 

Park Island Block 6 

Park Island Block 7 

Park Island Block 8 

Park Island Block 9 

SkyPier 

Tradeport Logisitics Centre 


